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way was blocked by pack ice and the ship had to fall back on Port
Stanley in the Falkland Islands.
Shackleton had no means of knowing that his marooned men
had sufficient food, and rightly assumed that immediate rescue was
demanded. He therefore made a second attempt in a steam
trawler, the Institute de Pesca, lent by the Uruguayan Government.
This time he got to within 20 miles of the island. The British
colony in Punta Arenas then fitted out the little schooner Emmay
but that also failed. Finally, a fourth and successful attempt was
made in the Chilean Government steamer Yelcho. The party of
twenty-two men were found all well after 4^ months' separation.
It is characteristic that the first words of the marooned men were
not of joy at their rescue but " Thank God the Boss is safe I"